ETag: "940f8391439de5feaef8f6cd31e93a09"
accept: */*
authorization: LOW wg7LOuZBvd6sdEhb:REDACTED_BY_IA_S3
connection: close
content-length: 5042044
expect: 100-continue
host: s3.us.archive.org
user-agent: iFixitS3PHPClass
x-amz-acl: public-read
x-amz-auto-make-bucket: 1
x-amz-date: Fri, 22 Feb 2013 05:33:37 GMT
x-archive-interactive-priority: 1
x-archive-meta-author: Brett Hartt
x-archive-meta-date: 2013
x-archive-meta-description: Replace the Speakers in your MacBook Pro 15&quot; Retina Display Mid 2012. <a href="http://www.ifixit.com/Guide/Installing+MacBook+Pro+15-Inch+Retina+Display+Mid+2012+Speakers/9734/1">See original source.</a>
x-archive-meta-device: MacBook Pro 15" Retina Display Mid 2012
x-archive-meta-difficulty: Difficult
x-archive-meta-language: eng
x-archive-meta-licenseurl: http://creativecommons.org/licenses/by-nc-sa/3.0/us/
x-archive-meta-mediatype: texts
x-archive-meta-sponsor: iFixit
x-archive-meta-subject: repair,service manual
x-archive-meta-title: MacBook Pro 15&quot; Retina Display Mid 2012 Repair Manual
x-archive-meta-type: Repair Guide
x-archive-meta-upload-date: Thu, 21 Feb 13 22:31:58 -0700
x-archive-meta-year: 2013
